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SUBJECT GERMAN TRANSISTORS TO HUNGARY - IL 1545 

REFS: A. COCOM DOC (73) 1835 
B. COCOM DOCS EA (73) 144 AND 144.1 

1. URGENCY PROCEDURE. 30 TRANSISTORS, TYPE 2N 4012, VALUE, 
CHARACTERISTICS, END-USER AND END-USE IDENTICAL TO THOSE IN 
REF B, DATED SEPT 4. CASE IS SUBMITTED UNDER URGENCY PROCEDURE 
BECAUSE REF B HAS BEEN WITHDRAWN, GERMAN DEL STATING IT WAS 
ERRONEOUSLY SUBMITTED UNDER EA PROCEDURE. 

2. VIEWS REQUESTED SEPT 25. 
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